Autumn 1966 
(Issue 19 - 01/10/1966) 


Cheshire ITI 
Cargo Liner - 12,097 d.w.t. 


Captain Young A.E 
Chief Eng Officer Finlinson H.M 











Chief Officer Nisbet M.R 2nd Eng Officer Parker N.L 
2nd Officer Dyer S.R 3rd Eng Officer Taylor R.F 
3rd Officer Kingsmill M 4th Eng Officer Paulusz M 
Deck Cadet Gooding J.E 5th Eng Officer Measor P 
Deck Cadet Morris T.N 6th Eng Officer Hughes D.A 
Deck Cadet Williams J.H Engineer Cadet Godfrey A.P 
Radio Officer Unsworth J.E Electrical Officer Butterworth A.D 
Purser Kays W.H 
Carpenter McNamara P.L 
Coventry City 
General Cargo - 10,720 d.w.t. 
Captain Hine D 
Chief Eng Officer Douglas G.A.C 
Chief Officer McLeod R.F 2nd Eng Officer Harrison S.H 
2nd Officer Donnellan M.T 3rd Eng Officer Cawley D.E 
Uncert Officer Malpass N.H 4th Eng Officer Johnston J.M 
3rd Officer Bell R.N 5th Eng Officer Stevenson W.A 
Radio Officer Bateman R.D Electrical Officer Dobson B 
Purser Cowen G.G 


Carpenter John J 
2nd Steward Moore R 


Derbyshire III 


General Cargo - 14,827 d.w.t. 


Captain Butler M.J 
Chief Eng Officer Willoughby R.S 











Chief Officer Clarkson RJ.E 2nd Eng Officer Hughes G.K 
2nd Officer Anderson K 3rd Eng Officer King H.M 
3rd Officer Edwards R.A.F 4th Eng Officer Blower J.W 
Deck Cadet Bredow J.H 5th Eng Officer Edwards J.A 
Deck Cadet Saunders N.E 6th Eng Officer Bentley A 
Deck Cadet Morgan A.J.L Electrical Officer Fieldsend L 

Radio Officer Alcock D 

Purser Ashley E 
Carpenter Farrell H 
Gloucestershire 
General Cargo - 10,515 d.w.t. 
Captain Sheldrake L.H 
Chief Eng Officer Renney E.C 

Chief Officer Gurney F.G 2nd Eng Officer Clark J.D 
2nd Officer Coventry P.H.S 3rd Eng Officer Findlay J.W 
3rd Officer Fynans B.P 4th Eng Officer O'Byaw S.R 
Deck Cadet Mohandas C 5th Eng Officer Donohue J 
Deck Cadet SetA 6th Eng Officer Diaz A.H.N 

Radio Officer Waller R.A 7th Eng Officer Boothman M.M 

Purser Culpin H.R Engineer Cadet Stanley P.F 


Blaxland M 
WestA 


Engineer Cadet 
Electrical Officer 


Carpenter Finlayson J 


Writer Kimberley D 





Herefordshire IT 


Passenger Cargo - 10,700 d.w.t. 
(ex Port Hardy) 


Captain Williamson A.N 
Chief Eng Officer Shackleton J.H 








Chief Officer Lightfoot A.F 2nd Eng Officer Turner T.A 
2nd Officer Bath A.L 3rd Eng Officer Quigley T.G 
3rd Officer Paulusz H 4th Eng Officer Turner K.W 

Ext 3rd Officer Morris R.J 5th Eng Officer Lloyd J.T 
Deck Cadet Heskins S.H 6th Eng Officer Gillespie |.W 
Deck Cadet Morrison R.N 7th Eng Officer Panter P.F 
Deck Cadet Hodgson G.K 8th Eng Officer Gregory W.D 
Deck Cadet Nyunt M.T Engineer Cadet Johnson P.G 

Radio Officer Scorgie J Electrical Officer Thomas A 

2nd Radio Officer Greaves T.H 2nd Elect Officer Jones M.B 
Purser Turner J.H 

Carpenter Hughes (ch) P 

Writer Capes J.T 

Lancashire III 
Cargo Liner - 12,320 d.w.t. 
Captain HudsonA 
Chief Eng Officer Faichney D 

Chief Officer Horn M.J 2nd Eng Officer Brassington G.J 
2nd Officer Tyrrell M.J 3rd Eng Officer Robertson A 
3rd Officer Bonner J.MC.E 4th Eng Officer Harvey C.A 
Deck Cadet Clayton E.L 5th Eng Officer Needham T.A 
Deck Cadet Martin L 6th Eng Officer Salters |.R 
Deck Cadet Gibson S.H Electrical Officer Sowden R 

Radio Officer Daly J.L.H 

2nd Radio Officer Myers E.A 


Purser 


Miley D 


Shropshire 
Cargo Liner - 12,060 d.w.t. 


Captain Jones E.H 
Chief Eng Officer Patton M.J 








Chief Officer Clayton D.R 2nd Eng Officer Rowe J.D 
2nd Officer Roberts |.B 3rd Eng Officer Woodend M.J 
3rd Officer Bell R.W 4th Eng Officer Laing R.F 
Deck Cadet Pollitt T.J 5th Eng Officer Kenyon J 
Deck Cadet Baker R.R 6th Eng Officer Lambert R.A 
Deck Cadet Kendrick R.F.A Electrical Officer Humphreys B.W 
Deck Cadet Folley W.D 

Radio Officer Monaghan J.P 

Purser Grey R.W 
Carpenter Blakely W.A 
Staffordshire II 
General Cargo - 10,515 d.w.t. 
Captain Fitch N.F 
Chief Eng Officer Little F 

Chief Officer Mobberley D.H 2nd Eng Officer Craig C.G 
2nd Officer Woodham R.M.S 3rd Eng Officer Powell R 
3rd Officer Weinham L.P 4th Eng Officer Grindlay R.M 
Deck Cadet Blunt K 5th Eng Officer Ardern D.H 
Deck Cadet Fyans C.W.A 6th Eng Officer Jones F.W.H 

Radio Officer Beyer C.L 7th Eng Officer Strasdin A.P 
Purser Moule L.A.E Electrical Officer RyanA 


Carpenter 


Regan G.W 


2nd Steward Clarke N.F.B 





Worcestershire III 
General Cargo - 14,827 d.w.t. 


Captain Moore A.R 
Chief Eng Officer Peat R 





Chief Officer Swift H.G.P 2nd Eng Officer Lindsay W.P 
2nd Officer Reeves M.M 3rd Eng Officer Meiklejohn A 
Uncert Officer Cameron R.K 4th Eng Officer Forster T.H 
3rd Officer Lee S.J 5th Eng Officer Taylor R 
Deck Cadet Creamer D.J 6th Eng Officer Auckland B 
Radio Officer Mullan B.A Electrical Officer Cull B.P 


Purser Cousins J.H 
Carpenter MoonG 


Yorkshire III 
General Cargo - 12,040 d.w.t. 


Captain Saunders P 
Chief Eng Officer Brown L.G 





Chief Officer Gowsell K 2nd Eng Officer Hudson J 
2nd Officer Scott H.A 3rd Eng Officer Bartrop C.J 
3rd Officer Gow P.D 4th Eng Officer Green E.J 
Deck Cadet Wain Z.T 5th Eng Officer Lightbrown A 
Radio Officer Kielthy P.K 6th Eng Officer Douglas A 
Purser Traynor J.A Electrical Officer Thompson J.R 


Carpenter McHugh G 





